The Magic of Door 
Air Curtains 


Door air curtains are an essential part of any industrial application 


where hygiene, temperature and energy-saving are essential. 


By Mitzvah Manufacturer.. 


Benefits of Door Air Curtain 


1 Energy-saving [] 2 Hygienic [ 
Air curtains efficiently They prevent dust, 
separate indoor and insects, and pollutants 
outdoor environments, from entering the indoor 
Saving energy and environment, ensuring a 
reducing heating and high level of cleanliness. 


cooling costs. 


3 Comfortable [] 


They maintain optimal indoor temperature and prevent 
drafts, creating a comfortable and welcoming environment 


for staff and customers. 


How do Air Curtains Work? 


Barrier Creation 


The door air curtain creates 
an invisible barrier between 
indoor and outdoor 


environments. 


Speed & Volume Control 


The air soeed and volume can 
be adjusted according to the 


environment where it's installed. 


Safe & Reliable 


Air curtains are equipped with 
safety features such as thermal 
protection, ensuring they run 


Smoothly and safely for years. 


Types of Air Curtains 


Recessed Air Curtains Unheated Air Curtains 
Provides a discreet and flexible For cooling and protection, this 
installation option for any type is perfect for any doorway or 


commercial property. service area. 


Heated Air Curtains 


For indoor temperature control and 


cold weather protection. 


PVC Air Curtains Advantages 


a | 
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Flexible & Durable Noise Reduction 
PVC Strip curtains are resilient, PVC curtains are also sound- 
versatile, and can be customized to absorbent, reducing noise pollution, 
fit any doorway. ideal for avoiding disturbances in 


public spaces like restaurants or 


hospitals. 


Easy to Install 


PVC curtains are easy to install and 


maintain. They offer a low-cost 
solution without the need for large 


infrastructure adaptations. 


Industrial Applications of PVC Air Curtains 


Food and Beverage Warehouses Hospitals 

PVC air curtains are essential in Warehouse doors can be kept Their anti-bacterial properties 
food and beverage settings open for efficient loading and help keep safe spaces, hygienic 
where hygiene and temperature unloading without sacrificing and protected from 

control are critical. indoor temperature control. contaminants. 


Manufacturing Plants 


Manufacturing plants can benefit from PVC air curtains to maintain indoor temperature control and keep out 


contaminants like dust and smoke. 


Maintenance and Care of Air Curtains 


1 | Periodically Clean Air Curtains 


Regular cleaning improves performance and 


Inspect Fans and Components 12 | efficiency, prolonging the lifespan of air 
| curtains. 
An inspection schedule should be maintained, | 
and worn or damaged parts replaced where S| ~ Ensure Proper Installation 
necessary. 


Ensures that the fans and air curtains operate 
at their best and guarantee the necessary 


efficiency. 
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Benefits of Upgrading to Door Air Curtains 


EN Reduces Energy Costs Reduces Carbon Footprint 3 | Increases Productivity 


Air curtains protect the indoor Reducing energy use also has In commercial, industrial, or 
environment, reducing the an indirect impact, lowering protective environments, 
cost of maintaining ideal the carbon footprint of the controlling indoor 
temperature and considerably building. environments improves the 
lowering energy use. comfort level, thus increasing 


performance and productivity. 


Thanks! 


M 
mitzvah 


Do you have any questions? Contact Us 


enquiry@mitzvah.in 


https://rairplanet.com 
Call us @ +91 92110 92110 


